Message 


From: Nassif, Julianne (DPH) [/0=C0 MM ON WEALTH OF MASSACHUSETTS/QU-MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE.NASSIF] 

Sent: 7/11/2012 7:20:30 PM 

To: Han, Linda (DPH) [/0=C0 MM ON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Linda.Han] 

Subject: RE: ADA McFarland 


Annie Dookhan- preliminary 
Peter Piro - both 

Annie Dookhan - preliminary 
Kate Corbett -both 


testing, Peter Piro - GC/MS 
testing, Kate Corbett -GC/MS 


R= resubmittal 


-Original Message- 

From: Han, Linda (DPH) 

Sent: Wednesday, July 11, 2012 2:36 PM 
To: Nassif, Julianne (DPH) 

Subject: FW: ADA McFarland 

Hi Julie: 

Can you tel 1 who the chemists were on the 2 specimens referenced in the attachment? I suspect it was AD 
(who was summonsed on 2/21/12), and Kate Corbett, who actual 1y testified at the voi r di re on 3/26/12. 

Can you confirm analysts for both specimens, and specify who did what part of the testing? I might have 
to testify tomorrow. 

Thanks, 

Ih 


-Original Message- 

From: O'Brien, Elisabeth (DPH) 

Sent: Wednesday, February 22, 2012 7:58 AM 
To: Han, Linda (DPH) 

Subject: ADA McFarland 

ADA McFarland's phone number is cut off at the bottom of this scanned document but it is 617-479-7454. 
Let me know if you need anything else. 

Betsy 


From: DPH-ITS, Scanner (DPH) [itsscanner@massmai1.state.ma.us] 

Sent: Wednesday, February 22, 2012 7:53 AM 
To: O'Brien, Elisabeth (DPH) 

Subject: 
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